Contents volume 80 


Bianchi, M. S., N. O. Bianchi, U. Gripenberg, M. Wessman & S. Huuhtanen, Characterization of the 
heterochromatin in moose (Alces alces) chromosomes 

Jha, S. & S. Sen, Induction of mitosis in polytene nuclei and hormonal effect on nuclear changes during 
callus initiation in diploid (Liliaceae) Urginea indica Kunth. 

King, M., N. Contreras & R.L. Honeycutt, Variation within and between nucleolar organizer regions in 
Australian hylid frogs (Anura) shown by 18S + 28S in-situ hybridization 

Papeschi, A.G. & L.M. Mola, Meiotic studies in Acanonicus hahni (Stal) (Coreidae, Heteroptera) |. Behaviour 
of univalents in desynaptic individuals 

Pascual, M., M. Constanti, G. Ribo & A. Prevosti, Genetic changes in mating activity in laboratory strains of 
Drosophila subobscura 

Stanyon, R., D. Romagno, J. Wienberg & U. Maurer, Sequence of DNA replication in Macaca fuscata 
chromosomes: An outgroup for phylogenetic comparison between man and apes 

Suzuki, M., O. Kitagawa & K.l. Wakahama, Chromosomal analysis and phylogenetic relationships in the 
Drosophila nasuta subgroup |. Phylogenetic relationships within the Drosophila sulfurigaster species 
complex 

Van Nigtevecht, G. & J. Van Brederode, Large and unexpected variation in expression and substrate 
specificity of allelic glycosyltransferase genes on three loci in Silene dioica 

Alegre, C. & E. Petitpierre, The chiasmatic systems in populations of two spiny leaf beetles (Coleoptera, 
Chrysomelidae) 

Harshman, L. G. & T. Prout, Synthesis of an attached autosome, C(3)RM, in Drosophila pseudoobscura 

Hübner, R. & L. Koulischer, Cytogenetic studies on wild house mice from Belgium 

Juan, C. & E. Petitpierre, Karyological differences among Tenebrionidae (Coleoptera) 

Mukhopadhyay, S. & A. K. Sharma, Chromosome number and DNA content in callus culture of Costus 
speciosus (Koen.) Sm. 

Pape, H., The inheritance of the piebald spotting pattern and its variation in Holstein-Friesian cattle and in 
Landseer-Newfoundland dogs 

Ramachandran, C. & R. K. J. Narayan, Satellite DNA specific to knob heterochromatin in Cucumis 
metuliferus (Cucurbitaceae) 

Rowell, D. M., Fixed fusion heterozygosity in Delena cancerides Walck. (Araneae: Sparassidae): an 
alternative to speciation by monobrachial fusion 

Birstein, V. J. & N. A. Mikhailova, On the karyology of trematodes of the genus Microphallus and their 
intermediate gastropod host, Littorina saxatilis |. Chromosome analysis of three Microphallus species 

Birstein, V. J. & N. A. Mikhailova, On the karyology of trematodes of the genus Microphallus and their 
intermediate gastropod host, Littorina saxatilis Il. Karyological study of Littorina saxatilis (Gastropoda: 
Prosobranchia) 

Britton-Davidian, J., H. Sonjaya, J. Catalan & G. Cattaneo-Berrebi, Robertsonian heterozygosity in wild 
mice: fertility and transmission rates in Rb (16.17) translocation heterozygotes 

Gardenal, C.N., B.A. Garcia, M.S. Sabattini & A. Blanco, Protein polymorphism and genetic distance in 
South American cricetid rodents of the genus Calomys 

Klasterska, |. & C. Ramel, Unusual prophase structures and multiple nucleoli in male meiosis of Drosophila 
species of the virilis group 

Lechien, J., C. Dernoncourt-Sterpin & A. Elens, Rare male advantage and sex ratio 

Reich, L., J. Don & R.R. Avtalion, Inheritance of the red color in tilapias 

Rocha, G.T., E.J. De Lucca & E.B. De Souza, Chromosome polymorphism due to pericentric inversion in 
Zonotrichia capensis (Emberizidae-Passeriformes-Aves) 

Rutledge, C.J., E.G. Zimmerman & Th.L. Beitinger, Population genetic responses of two minnow species 
(Cyprinidae) to seasonal stream intermittency 


Tucié, N., D. Cvetkovié, V. Stojilkovic & D. Bejakovié, The effects of selection for early and late reproduction on 
22 


fecundity and longevity in bean weevil (Acanthoscelides obtectus) 

Zamboni, M., E. Privitera, G. Mosna & A. Ghidoni, Sister chromatid exchange in methotrexate resistant and 
sensitive C3H10T1/2 mouse cells 

Book reviews: Compendia — Plant evolutionary genetics — Books received 

Volume contents 

Author index 

Acknowledgements for refereeing 


31 
39 


1 

3 
17 
45 
53 
67 
81 
87 
93 
101 
109 
115 
129 
139 
159 
167 
171 
175 
181 
189 
195 
201 
209 
1 
229 
235 
239 
240 
240 


